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This material contains Information affecting the National Defense of the United States within the meaning of the Espionage Laws, Title 
18, U.S.O. Secs. 793 and 794, the transmission or revelation of which in any manner to an unauthorized person is prohibited by law. 
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SUBJECT 
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PLACE & 
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VEB Elbe -We rk Rosslau: Production 
and Equipment 


DATE DISTR. J 4 JAN I960 
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REFERENCES 


SOURCE EVALUATIONS ARE DEFINITIVE. APPRAISAL OF CONTENT IS TENTATIVE. 
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VEB -Elbe -Werk^ DC/ 

Rosslau, a plant under the jurisdiction of V73 Energiemaschinenbau 
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as of I. 965 , the plant's production 


is scheduled to total 25 million DME. The ^distribution of steam engine type 
(Dampfmaschinen) production jin East German;/ is listed as follows: m 


Rosslau: 2 MW 


Dresden: 2-5 MW 
Goerlitz: 5-12 and 25 MW 

Bergrnann-Borsig (Berlin) : Above 25 MW 
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